From: 

Roseme, Joseph (SUF) 

Sent: 

Monday, February 13, 2012 4:23 PM 

To: 

Lawler, Michael (DPH); Corbett, Kate (DPH) 

Cc: 

Roseme, Joseph (SUF) 

Subject: 

Drug Packetv. 

Hi All, 



I hope all is well. Can you please send me the drug analysis packet for the above case? 
Thanks, 

Joe 

Joseph Roseme 

Assistant District Attorney 
Boston Municipal Court 
Roxbury Division 
85 Warren Street 
Roxbury, MA 02119 
(617)-396-5635 
(617)-442-8931- Fax 


Corbett email PRR 011601 




